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CHANGES AND ADDITIONS 
TO BULLETINS 10828 (Issue 2) and 1088B (Issue 2) 
PARTS ~ TYPING REPERFORATOR 
(MODEL 14) 


This correction sheet covers 


parts ordering information for the 
83878 seb of parts, 


required for adding @ repeat space mechanism to a Model. 14, 
Keyboard Base, (See Illustration below). 


03876 BRACKET, SPRING 


03877 SPRING 


(74808 Busine 
3640 WASHER, LOCK 
3599 mur 


83673 YOKE ,REPEAT 


SPACER BAR Loop 


